ACTUARY, OFFICE OF THE STATE 
Select committee on pension policy 
meetings 


MISC 


Subject/Agency Index 


21-01-011 


ADVANCED TUITION PAYMENT AND COLLEGE SAVINGS, 


COMMITTEE ON 


(See GUARANTEED EDUCATION TUITION (GET) COMMITTEE) 


AGRICULTURAL AND SEASONAL WORKFORCE SERVICES 


ADVISORY COMMITTEE 


(See EMPLOYMENT SECURITY DEPARTMENT) 


AGRICULTURE, DEPARTMENT OF 
Agenda 
Apple commission 
meetings 
Asparagus commission 
meetings 
Beef commission 
meetings 


Beer commission 
meetings 

Blueberry commission 
meetings 

Cranberry commission 
meetings 

Dairy products commission 
meetings 

Fruit commission 
meetings 


Grain commission 
meetings 


Grapes 
planting stock pests and quarantine 
Hemp program 
producer licenses 
application late fee, delaying 
Hops 
certification fees 
Interpretive and policy statements 
hemp producer application late fee 
Marketing and fair practices 
costs, recouping 
department decision, defending 
producers requesting accreditation 
pears, regulating 
Noxious weed control board 
meetings 
quarantine, noxious weed seed and plant 


Potato commission 
meetings 
Puget Sound salmon commission 
meetings 
Quarantine orders 
grapevine pests 
Rule making 
petitions for, 2020, fourth quarter of 
Seeds and planting stock 
grape planting stock 


MISC 
MISC 
MISC 


MISC 
MISC 


MISC 
MISC 
MISC 
MISC 


MISC 
MISC 


MISC 
MISC 


PERM 


MISC 
PROP 
MISC 
EXPE 
EXPE 
EXPE 
MISC 
PROP 
PERM 
MISC 
MISC 


PERM 


MISC 
PERM 


21-02-056 
21-01-175 
21-01-003 


21-01-080 
21-04-034 


21-01-038 
21-01-004 
21-01-106 
21-01-070 


21-01-025 
21-04-045 


21-04-079 
21-05-064 


21-03-048 


21-05-035 
21-01-205 
21-05-035 
21-03-088 
21-03-088 
21-03-088 
21-01-194 
21-01-206 
21-05-019 
21-01-179 
21-03-045 
21-03-048 
21-02-057 


21-03-048 


ANDY HILL CANCER RESEARCH ENDOWMENT BOARD 


Meetings 


APPLE COMMISSION 


(See AGRICULTURE, DEPARTMENT OF) 


MISC 


21-01-157 


APPLIED BEHAVIOR ANALYSIS ADVISORY COMMITTEE 


(See HEALTH, DEPARTMENT OF) 
ARCHITECTS, STATE BOARD FOR 


(See LICENSING, DEPARTMENT OF) 


ARTS COMMISSION 
Grants 
award amounts, individual 


Meetings 


PREP 


21-05-045 


EMER 21-06-006 


MISC 


21-03-052 
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ASIAN PACIFIC AMERICAN AFFAIRS, COMMISSION ON 


Meetings 
ASPARAGUS COMMISSION 


(See AGRICULTURE, DEPARTMENT OF) 


MISC 


ATHLETIC TRAINING ADVISORY COMMITTEE 


(See HEALTH, DEPARTMENT OF) 


ATTORNEY GENERAL 
Agenda 
Notices of requests for opinions 


BATES TECHNICAL COLLEGE 
Disabilities, persons with 
grievance procedures 
Practice and procedure 
adjudicative proceedings 
model rules 
Title IX 
sexual harassment 
grievance procedures 
student conduct procedures 


BEEF COMMISSION 


(See AGRICULTURE, DEPARTMENT OF) 


BEER COMMISSION 


(See AGRICULTURE, DEPARTMENT OF) 


BELLEVUE COLLEGE 


Debts, outstanding, withholding services for 


Facilities use and fees 
First amendment activities 
General conduct 

weapons and fireworks policy 
Meetings 
Student conduct code 


sexual harassment complaints and process 


BELLINGHAM TECHNICAL COLLEGE 


Student conduct code 
sexual harassment grievance process 


BENTON CLEAN AIR AGENCY 
Meetings 


BIG BEND COMMUNITY COLLEGE 
Meetings 
Student conduct code 
sexual harassment 


MISC 
MISC 


PROP 
PROP 
PROP 


PERM 
PERM 


PREP 
PREP 
PREP 


PROP 


MISC 


PERM 


PROP 


MISC 


MISC 


EMER 
PROP 


BLIND, DEPARTMENT OF SERVICES FOR THE 


Rehabilitation council for the blind, state 
meetings 


BLUEBERRY COMMISSION 


(See AGRICULTURE, DEPARTMENT OF) 


BOARD OF EDUCATION, STATE 


(See EDUCATION, STATE BOARD OF) 


BOARD OF HEALTH, STATE 
(See HEALTH, DEPARTMENT OF) 


BOILER RULES, BOARD OF 


(See LABOR AND INDUSTRIES, DEPARTMENT OF) 


BREE COLLABORATIVE 

Cervical cancer workgroup 
meetings 

Opioid prescribing workgroup 
meetings 

Perinatal bundle workgroup 
meetings 

Primary care workgroup 
meetings 

Telehealth workgroup 
meetings 


Total joint replacement bundled payment model workgroup 


meetings 


MISC 


MISC 
MISC 
MISC 
MISC 
MISC 


MISC 


21-01-034 


21-04-106 
21-01-107 


21-03-086 
21-03-085 
21-03-085 


21-01-196 
21-01-195 


21-05-052 
21-03-043 
21-04-028 


21-01-212 
21-01-090 


21-01-008 


21-01-100 


21-06-031 


21-03-010 


21-01-081 
21-04-071 


21-01-198 


21-01-112 
21-01-112 
21-01-112 
21-01-112 
21-01-112 
21-01-112 


Index 
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BUILDING CODE COUNCIL 
Building code, state, amending of 
policies and procedures PERM 21-01-049 
International codes, adoption and amendment of 
building code PREP 21-03-029 
EMER 21-03-047 
PREP 21-03-056 
PROP 21-03-079 
PROP 21-03-081 
EMER 21-04-002 
EXPE 21-04-041 
PREP 21-04-042 
PROP 21-05-067 
PERM 21-06-035 
emergency rules, rescinding EMER 21-04-010 
energy conservation codes 
commercial PERM 21-04-026 
existing building code PROP 21-03-079 
fire code PERM 21-02-059 
EMER 21-03-047 
PREP 21-03-056 
PROP 21-03-078 
PERM 21-04-003 
EXPE 21-04-041 
PREP 21-04-042 
EMER 21-06-068 
emergency rules, rescinding EMER 21-04-010 
mechanical code EMER 21-03-047 
PREP 21-03-056 
EXPE 21-04-041 
PERM 21-05-020 
emergency rules, rescinding EMER 21-04-010 
residential code EMER 21-03-047 
PREP 21-03-056 
PROP 21-03-080 
EXPE 21-04-041 
emergency rules, rescinding EXPE 21-04-010 
Meetings MISC 21-04-001 
Plumbing code, uniform PERM 21-01-125 
EMER 21-03-047 
PREP 21-03-056 
EXPE 21-04-041 
emergency rules, rescinding EMER 21-04-010 
Rules coordinator MISC 21-05-003 


CAPITAL PROJECTS ADVISORY REVIEW BOARD 
(See ENTERPRISE SERVICES, DEPARTMENT OF) 


CAPITOL CAMPUS DESIGN ADVISORY COMMITTEE 
(See ENTERPRISE SERVICES, DEPARTMENT OF) 


CASCADIA COLLEGE 
Campus facilities, use of 


expressive activities, for PERM 21-06-014 
CENTRALIA COLLEGE 
Sexual harassment 
discrimination and harassment procedure EMER 21-01-029 
PROP 21-06-015 
students rights and responsibilities code EMER 21-01-029 
PROP 21-06-015 


CERVICAL CANCER WORKGROUP 
(See BREE COLLABORATIVE) 


CHARTER SCHOOL COMMISSION 
Meetings MISC 21-01-022 
CHILDREN, YOUTH, AND FAMILIES, DEPARTMENT OF 
Agenda MISC 21-04-035 
Background checks 
certificate of parental improvement 
clearance authorizations 


PROP 21-01-183 


before fingerprint-based check completion EMER 21-01-096 
disqualifying crimes EMER 21-01-096 
Child care 
foundational quality standards 
early learning programs 
emergency exits PREP 21-05-060 
family home and center licensees PERM 21-01-181 
immunization requirements PREP 21-05-060 
licensed space, department access to PREP 21-05-060 
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school-age programs 
children five to twelve years old 


foundational quality standards PROP 21-06-092 
repealing existing chapter PROP 21-06-092 
working connections child care 
approved activities 
education programs PROP 21-01-184 
WorkFirst activities 
tribal TANF, approved by PROP 21-01-184 
income eligibility and copayment amounts PERM 21-01-180 
Foster care 
extended foster care program EMER 21-06-007 
Group care facilities 
COVID-19 isolation and quarantine facilities 
community-based, licensing-exempt EMER 21-03-016 


licensing of staff 

education and professional development PREP 21-01-032 
CHIROPRACTIC QUALITY ASSURANCE COMMISSION 

(See HEALTH, DEPARTMENT OF) 


CLARK COLLEGE 
Rules coordinator MISC 21-06-038 
CLOVER PARK TECHNICAL COLLEGE 
Meetings MISC 21-01-162 
Student conduct code 
disciplinary action and appeals PREP 21-06-004 
CODE REVISER’S OFFICE 
Agenda MISC 21-03-005 
Quarterly reports 
20-19 - 21-01 See Issue 21-01 
COLLECTION AGENCY BOARD 
(See LICENSING, DEPARTMENT OF) 
COLUMBIA RIVER GORGE COMMISSION 
Meetings MISC 21-01-072 
COMMERCE, DEPARTMENT OF 
Appliance standards 
electric storage water heaters 
withdrawals PROP 21-06-103 
Clean Energy Transformation Act 
greenhouse gas emissions 
consumer-owned electric utilities PERM 21-02-039 
various additional changes PERM 21-02-039 
Growth Management Act 
buildable lands program PREP 21-02-032 
classification of lands and critical areas PREP 21-02-032 
periodic update cycle, local governments PREP 21-02-032 
schools, siting outside urban growth areas PREP 21-02-032 
various possible changes PREP 21-02-032 
Hanford healthy energy workers board 
meetings MISC 21-06-003 
Long-term ombudsman program 
grievance requirements PERM 21-02-037 
Tourism marketing authority 
meetings MISC 21-04-013 
Public works board 
meetings MISC 21-05-056 


CONSERVATION COMMISSION 
Conservation districts, supervisors of 
election, replacement, and appointment 
withdrawals PROP 21-03-063 
CORRECTIONAL INDUSTRIES ADVISORY COMMITTEE 
(See CORRECTIONS, DEPARTMENT OF) 


CORRECTIONS, DEPARTMENT OF 


Agenda MISC 21-04-063 
Correctional industries advisory committee 
meetings MISC 21-06-076 
Indeterminate sentence review board 
meetings MISC 21-01-134 
MISC 21-03-087 
Rules coordinator MISC 21-04-124 


COUNTY ROAD ADMINISTRATION BOARD 
Emergency loan program 


Subject/Agency Index 
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payback terms PERM 21-05-012 
Meetings MISC 21-01-001 
MISC 21-01-176 

MISC 21-05-014 

MISC 21-06-016 


CRANBERRY COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


CRIMINAL JUSTICE TRAINING COMMISSION 
Deadly force, police use of 
independent investigational teams PREP 21-06-113 
Public records officer MISC 21-06-085 


DAIRY PRODUCTS COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


DEAF AND HARD OF HEARING YOUTH, CENTER FOR 
Meetings MISC 21-01-136 


DENTAL HYGIENE EXAMINING COMMITTEE 
(See HEALTH, DEPARTMENT OF) 


DENTAL QUALITY ASSURANCE COMMISSION 
(See HEALTH, DEPARTMENT OF) 


DENTURISTS, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


EASTERN WASHINGTON STATE HISTORICAL SOCIETY 
Meetings MISC 21-01-189 


EASTERN WASHINGTON UNIVERSITY 
Adjudicative proceedings 
athletic scholarship appeals 


decision to reduce, suspend, or not renew PREP 21-03-032 

sexual harassment complaints PERM 21-01-104 
Agenda MISC 21-01-174 
Alcohol policy PROP 21-01-169 
Associated students council 

meetings MISC 21-03-035 
Meetings MISC 21-01-197 
Public records requests 

various possible changes PREP 21-01-172 
Registration 

financial aid information PROP 21-01-170 

tuition waivers PROP 21-01-170 
Scholarships 

various possible changes PREP 21-01-171 


Student conduct code 
complaints, procedures, and hearings 


sexual misconduct and Title IX complaints PERM 21-01-102 
violations, student rights, and brief hearings PREP 21-03-031 
Student education records 
copies of records, obtaining PERM 21-01-103 
ECOLOGY, DEPARTMENT OF 
Agenda MISC 21-03-025 
Electric utilities 
clean energy transformation rule PERM 21-02-091 
Food packaging 
per- and polyfluoroalkyl substances (PFAS) 
chemical action plan MISC 21-02-031 
findings on safer alternatives MISC 21-06-070 
Hydrofluorocarbons (HFCs) 
new chapter PERM 21-01-085 
Interpretive and policy statements 
toxics cleanup program 
federal surface water quality criteria MISC 21-05-001 
Motor vehicle emission inspection 
repealing obsolete chapters EXPE 21-04-032 
Natural resource damage assessment committee 
meetings MISC 21-02-038 


Oil movement by rail and pipeline 
reporting standards, crude oil 


facilities receiving by rail PERM 21-04-126 
pipelines transporting PERM 21-04-126 
Permits 
aquatic plant and algae management MISC 21-06-098 
boatyards MISC 21-05-057 
sand and gravel MISC 21-04-144 


Practice and procedure 


obsolete chapter, repealing PROP 21-05-007 
Public hearings, workshops, and comment, notices of 
boatyard general permit and fact sheet MISC 21-05-057 
per- and polyfluoralkyl substances (PFAS) 
chemical action plan MISC 21-02-031 
findings on safer alternatives MISC 21-06-070 
Underground storage tank program 
fee increase MISC 21-05-033 


ECONOMIC DEVELOPMENT FINANCE AUTHORITY 
Meetings MISC 21-01-082 


ECOSYSTEM COORDINATION BOARD 
(See PUGET SOUND PARTNERSHIP) 


EDUCATION, STATE BOARD OF 
Charter schools 


high school graduation requirements PERM 21-01-077 
withdrawals PROP 21-04-134 
various changes PERM 21-05-017 
High school graduation requirements 
charter and tribal compact schools PERM 21-01-077 
withdrawals PROP 21-04-134 


COVID-19, emergency waiver program due to PERM 21-01-077 
PREP 21-03-092 


withdrawals PROP 21-04-134 
private schools PERM 21-01-077 
withdrawals PROP 21-04-134 
various possible changes PREP 21-03-093 
Private schools 
high school graduation requirements PERM 21-01-077 
withdrawals PROP 21-04-134 
online-only education, when PERM 21-01-077 
Public records 
withdrawals PREP 21-02-026 
Rules coordinator MISC 21-02-009 


State support of public schools 
basic education compliance reporting 


reopening schools plans PERM 21-05-015 
instructional hours and school days PERM 21-05-015 
Tribal compact schools 
high school graduation requirements PERM 21-01-077 
withdrawals PROP 21-04-134 
ELECTRICAL BOARD 


(See LABOR AND INDUSTRIES, DEPARTMENT OF) 


ELEVATOR SAFETY ADVISORY COMMISSION 
(See LABOR AND INDUSTRIES, DEPARTMENT OF) 


EMERGENCY MANAGEMENT ADVISORY GROUP 
(See MILITARY DEPARTMENT) 


EMPLOYMENT SECURITY ADVISORY COMMITTEE 
(See EMPLOYMENT SECURITY DEPARTMENT) 


EMPLOYMENT SECURITY DEPARTMENT 


Agenda MISC 21-04-078 
Agricultural and seasonal workforce services advisory committee 
meetings MISC 21-03-050 


COVID-19 virus, impact of 
employees and employers, support for 


emergency rules, rescinding EMER 21-05-028 
Employment security advisory committee 

meetings MISC 21-06-034 

Family and medical leave, paid PROP 21-02-088 


EMER 21-04-066 

PERM 21-04-067 

PROP 21-06-111 
Long-term services and supports trust program 


exemptions PROP 21-06-110 
Unemployment insurance advisory committee 
meetings MISC 21-01-020 


MISC 21-01-076 
MISC 21-01-128 
Unemployment insurance and benefits 
combined wage claims, non-Washington EMER 21-05-034 
eligibility requirements 
technical corrections 


withdrawals PROP 21-06-079 
first week during waiting week waiver 
emergency rules, rescinding EMER 21-05-028 


Index 
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one-week waiting period EMER 21-03-007 
work suitability and availability hours 
withdrawals PROP 21-06-078 


ENTERPRISE SERVICES, DEPARTMENT OF 


Agenda MISC 21-04-077 
Capital projects advisory review board 
meetings MISC 21-01-164 
project review committee 
meetings MISC 21-01-165 
Capitol campus buildings and grounds 
traffic and parking PERM 21-06-017 
Capitol campus design advisory committee 
meetings MISC 21-01-154 
State capitol committee 
meetings MISC 21-01-015 
MISC 21-01-113 
MISC 21-05-013 
ENVIRONMENTAL AND LAND USE HEARINGS OFFICE 
Growth management hearings board 
meetings MISC 21-01-083 


EVERETT COMMUNITY COLLEGE 
Student rights and responsibilities 


sexual harassment EMER 21-01-084 
EVERGREEN STATE COLLEGE, THE 
Meetings MISC 21-01-138 
Public policy, Washington state institute for 
meetings MISC 21-01-167 
Student conduct code 
sexual harassment EMER 21-01-065 
PROP 21-05-002 
various additional changes EMER 21-01-065 


PROP 21-05-002 


EXAMINING BOARD OF PSYCHOLOGY 
(See HEALTH, DEPARTMENT OF) 


FACTORY ASSEMBLED STRUCTURES ADVISORY BOARD 
(See LABOR AND INDUSTRIES, DEPARTMENT OF) 


FINANCIAL INSTITUTIONS, DEPARTMENT OF 
Agenda MISC 21-01-146 
Securities 
small company offering registration PREP 21-04-062 


FINANCIAL MANAGEMENT, OFFICE OF 
Agenda MISC 21-04-012 
Human resources 
COVID-19 
immunization for, receiving 
leave with pay EMER 21-06-073 
leave and holidays 
leave with pay 


COVID-19 immunization EMER 21-06-073 
Sentencing guidelines commission 
meetings MISC 21-01-124 
Serve Washington 
meetings MISC 21-01-159 


FISH AND WILDLIFE, DEPARTMENT OF 
Department lands 
livestock grazing program PERM 21-06-050 
target shooting, recreational PERM 21-01-142 
Fishing, commercial 
Columbia River seasons (including tribal treaty seasons) 
above Bonneville Dam EMER 21-04-047 
MER 21-05-042 
MER 21-06-033 
MER 21-06-010 
MER 21-01-009 
MER 21-01-031 
MER 21-01-079 
MER 21-01-089 
MER 21-01-105 
MER 21-01-144 
MER 21-01-166 
MER 21-02-046 
MER 21-02-080 
MER 21-05-018 


comes! 


below Bonneville Dam 
crab 
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EMER 
EMER 
salmon 
Columbia River EMER 
EMER 
EMER 
EMER 
North of Falcon recommendations PREP 
PREP 
sea urchins EMER 
EMER 
EMER 
shellfish 
scallops EMER 
smelt EMER 
EMER 
Fishing, recreational/personal use 
crab EMER 
EMER 
EMER 
EMER 
EMER 
restrictions, imposed or removed (seasons, limits, etc.) 
Columbia River EMER 
EMER 
EMER 
EMER 
EMER 
Cowlitz River EMER 
Grande Ronde River EMER 
Sauk River EMER 
Skagit River EMER 
Snake River EMER 
Touchet River EMER 
Tucannon River EMER 
various changes affecting numerous locations © EMER 
EMER 
Walla Walla River EMER 
salmon (see also rivers under "restrictions" above) 

North of Falcon-related changes PREP 
Puget Sound EMER 
sea cucumbers EMER 

shellfish 
clams other than razor clams PROP 
PERM 
mussels PROP 
PERM 
oysters PROP 
PERM 
smelt EMER 
steelhead (see also rivers under "restrictions" above) 
multiple locations EMER 
EMER 
sturgeon (see under "restrictions" above) 
Hunting 
amendments to various rules PROP 
animals 
bear PERM 
PROP 
bighorn sheep PROP 
cougar PROP 
crows PROP 
deer PROP 
elk PROP 
gamebirds, migratory 
doves PROP 
pigeons PROP 
gamebirds, upland 
bobwhite PROP 
chukar PROP 
grouse PROP 
partridges PROP 
pheasant PROP 
quail PROP 
moose PROP 
mountain goat PROP 
rabbits and hares PROP 
small game, various PROP 
turkey, wild PROP 
waterfowl, migratory 
brant PROP 
coots PROP 


21-05-027 
21-06-074 


21-04-047 
21-05-042 
21-06-010 
21-06-033 
21-02-078 
21-02-082 
21-03-058 
21-06-018 
21-06-083 


21-06-065 
21-04-046 
21-06-039 


21-01-067 
21-01-201 
21-02-028 
21-06-044 
21-06-066 


21-01-147 
21-01-203 
21-02-064 
21-03-002 
21-06-051 
21-06-063 
21-02-010 
21-04-061 
21-04-061 
21-02-010 
21-02-010 
21-02-010 
21-01-051 
21-02-077 
21-02-010 


21-02-079 
21-03-051 
21-06-008 


21-03-090 
21-06-060 
21-03-090 
21-06-060 
21-03-090 
21-06-060 
21-06-063 


21-01-051 
21-02-077 


21-05-032 


21-02-015 
21-05-032 
21-05-032 
21-05-032 
21-05-032 
21-05-032 
21-05-032 


21-05-032 
21-05-032 


21-05-032 
21-05-032 
21-05-032 
21-05-032 
21-05-032 
21-05-032 
21-05-032 
21-05-032 
21-05-032 
21-05-032 
21-05-032 


21-05-032 
21-05-032 


ducks 
geese 
snipe 
general regulations 
archery 
boundaries, various 
dogs, hunting with 
equipment 
shot and shells 
various 
falconry 
game management units 
hunting methods 
restrictions 
unlawful methods 
landowner hunting permits 
muzzleloaders 
special hunting season permits 
trapping 
Rules coordinator 
Wildlife 
classification 
furbearing animals 
dog aversion training, using wildlife for 
endangered species 
greater sage grouse 
Oregon vesper sparrow 
technical corrections 
protected wildlife 
threatened species 
various changes 
whale watching, commercial 
definitions and rules 
licenses and licensees 


suspending operator requirements 


FOREST PRACTICES BOARD 
Meetings 
Rules 
corrections and clarifications, various 
Timber harvest 
experimental, as part of a study 


FRUIT COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


FUNERAL AND CEMETERY BOARD 
(See LICENSING, DEPARTMENT OF) 


GAMBLING COMMISSION 
Agenda 
Bingo rules 
credit cards as payment method 
withdrawals 
Card games and card rooms 
credit cards as payment method 
withdrawals 
Charitable or nonprofit organizations 
scientific purposes 
Definitions, various 
Licenses and licensees 
quarterly licensing reports 
repealing sections no longer relevant 
Meetings 
Pull-tab rules 
commercial operators 
credit cards as payment method 
withdrawals 
prizes and prize limits 
Raffles 
drawing formats and tickets 


Sports wagering at tribal facilities 
GEOLOGIST LICENSING BOARD 

(See LICENSING, DEPARTMENT OF) 
GOVERNOR, OFFICE OF THE 


Appeals 
notices 


PROP 
PROP 
PROP 


PROP 
PROP 
PROP 


PROP 
PROP 
PROP 
PROP 


PROP 
PROP 
PROP 
PROP 
PROP 
PROP 
MISC 


PROP 
PREP 
PROP 
PROP 
PROP 
PROP 
EMER 
PERM 
EMER 
EMER 
MISC 
PERM 


PREP 


MISC 


PROP 


PROP 


PERM 
PERM 


EXPE 
MISC 


PROP 
PERM 


PROP 
PERM 
PROP 
PERM 


MISC 
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(Citation in bold type refer to material in this issue) 


21-05-032 
21-05-032 
21-05-032 


21-05-032 
21-05-032 
21-05-032 


21-05-032 
21-05-032 
21-05-032 
21-05-032 


21-05-032 
21-05-032 
21-05-032 
21-05-032 
21-05-032 
21-05-032 
21-05-022 


-05-032 
1-01-052 


NN 


21-05-038 
21-01-187 
21-05-038 


21-05-038 


21-02-036 
21-01-216 
21-06-058 
21-06-058 


21-01-074 
21-06-020 


21-06-019 


21-03-094 


21-02-073 


21-02-073 


21-03-070 
21-03-070 


21-02-044 
21-03-030 


21-02-073 
21-03-071 


21-02-070 
21-05-062 
21-03-072 
21-06-067 


21-01-119 
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GRAIN COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


GRAYS HARBOR COLLEGE 
Meetings 


GREEN RIVER COLLEGE 
Meetings 


MISC 
MISC 


MISC 


MISC 


GROWTH MANAGEMENT HEARINGS BOARD 
(See ENVIRONMENTAL AND LAND USE HEARINGS OFFICE) 


21-01-120 
21-01-202 


21-02-069 


21-02-008 


GUARANTEED EDUCATION TUITION (GET) COMMITTEE 


Meetings 


MISC 


21-02-068 


HABITAT AND RECREATION LANDS COORDINATING GROUP 
(See RECREATION AND CONSERVATION OFFICE) 


HANFORD HEALTHY ENERGY WORKERS BOARD 


(See COMMERCE, DEPARTMENT OF) 


HEALTH, DEPARTMENT OF 
Administrative procedures and requirements 
health care providers 
patient health care records 
searching and providing, charging for 
health care providers, credentialed 
suicide prevention training, advanced 
Agenda 
AIDS education and training 
health professionals and employees, various 
repealing requirements 
Applied behavior analysis advisory committee 
meetings 
Athletic training advisory committee 
meetings 
Behavioral health services 
agency licensure and certification 
various changes 
Board of health, state 
agenda 
diseases and conditions 
notifiable conditions 
facility, provider, and agency duties 
withdrawals 
notice and specimen submission 
food service rules 
food safety and foodborne disease 
human remains, final disposition of 
alkaline hydrolosis 
natural organic reduction 
meetings 


Chiropractic quality assurance commission 
meetings 
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self-insurance 
mental health records 
withdrawals 
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PROP 


PREP 
PROP 
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21-03-013 


21-04-019 


21-04-019 


21-04-029 
21-06-087 


LANDSCAPE ARCHITECTS, BOARD OF LICENSURE FOR 


(See LICENSING, DEPARTMENT OF) 


LAW ENFORCEMENT OFFICERS’ AND FIREFIGHTERS’ 


RETIREMENT SYSTEM (LEOFF) 


(See RETIREMENT SYSTEMS, DEPARTMENT OF) 


LEGISLATORS, HOUSE OF REPRESENTATIVES 


Public records officer for members 


LEGISLATORS, SENATE 
Public records officer for members 


MISC 


MISC 


LICENSED COUNSELORS ADVISORY COMMITTEE 


(See HEALTH, DEPARTMENT OF) 


LICENSING, DEPARTMENT OF 
Architects 


licensing system, applications, and signatures 


Architects, state board for 
meetings 
tules of conduct for board members 
special meetings 
Collection agencies 
remote work requirements 
Collection agency board 
meetings 
Drivers and drivers’ licenses 
applicants for license or instruction permit 
mother’s maiden name, not requiring 
renewal of license online 
persons under age 25 
suspension of license 
identity theft or fraud, due to 
Fees for licensing programs, various 
professions, occupations, and businesses 
withdrawals 
Funeral and cemetery board 
meetings 
Geologist licensing board 
meetings 
Home inspector board 
meetings 
Identicards 
applicants 
mother’s maiden name, not requiring 
renewal online 
persons under age 25 
Landscape architects, board of licensure for 
meetings 
Notaries public 
electronic records 
remote notarization 


Real estate 
meetings 
real estate commission 


LIQUOR AND CANNABIS BOARD 
Agenda 
Interpretive and policy statements 
cannabidiol (CBD) products 
sales in licensed retail locations 
Licensing and licensees, liquor 
advertising 
breweries and microbreweries 
retail licenses and keg requirements 


Index 


PERM 
MISC 

PERM 
PERM 
PERM 


MISC 
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PROP 
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PROP 
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21-03-089 


21-03-064 


21-01-127 
21-01-053 
21-01-127 
21-01-127 
21-03-046 


21-01-053 


21-02-030 
21-04-139 
21-02-029 


21-06-101 
21-01-053 
21-01-053 


21-06-030 


21-02-030 
21-04-139 
21-01-053 


21-02-067 
21-05-039 


21-06-029 


21-04-064 


21-04-030 
21-03-095 


21-03-095 


sales of wine, on-premises, single-serving PERM 21-03-095 
various changes PERM 21-03-095 
common carriers, interstate PERM 21-03-095 


distilleries and craft distilleries 
licensing and licensees 


food offerings PROP 21-01-211 
various additional changes PROP 21-01-211 
off-site tasting room license PROP 21-01-211 
spirits retailers, licensees acting as PREP 21-05-069 
permits 
college students, alcoholic beverage tasting PERM 21-01-057 
various additional changes PERM 21-01-057 
three-tier alcohol regulation system PERM 21-03-095 
wineries 
beer sales, on-premises, single-serving PERM 21-03-095 
local wine associations PERM 21-03-095 


Marijuana (cannabis) licenses and requirements 
business premises 


minimum distance requirements PERM 21-02-096 
cannabidiol (CBD) products 
sales in licensed retail locations MISC 21-04-030 
license applicants 
criminal history checks PREP 21-05-074 
products, various 
ingredient disclosure EMER 21-02-095 
vapor products 
substances in products 
ingredient disclosure EMER 21-02-095 
prohibitions PROP 21-01-058 
PERM 21-05-075 
vitamin E acetate, prohibiting EMER 21-02-092 
EMER 21-02-093 
EMER 21-02-094 
vitamin E acetate, prohibiting 
prohibition EMER 21-02-092 
prohibition, enforcement of 
processors EMER 21-02-093 
retailers EMER 21-02-094 
Meetings MISC 21-02-043 
Vapor products 


marijuana vapor products 
substances in products 


ingredient disclosure EMER 21-02-095 
prohibitions PROP 21-01-058 
PERM 21-05-075 

vitamin E acetate, prohibiting EMER 21-02-092 


EMER 21-02-093 
EMER 21-02-094 


LOCAL RECORDS COMMITTEE 


Meetings MISC 21-01-014 
LOTTERY, WASHINGTON STATE 

Agenda MISC 21-04-070 

Licensing procedure 
updates, various PROP 21-02-048 
PERM 21-06-052 

Lottery commission 
meetings MISC 21-01-110 
Voluntary self-exclusion program PROP 21-06-080 


LOWER COLUMBIA COLLEGE 
Discrimination and harassment rules 


repealing and replacing PERM 21-01-145 
Student conduct, code of 

new chapter to replace repealed chapter PERM 21-01-145 

sexual harassment PERM 21-01-145 
MASSAGE, BOARD OF 


(See HEALTH, DEPARTMENT OF) 


MATERIALS MANAGEMENT AND FINANCING AUTHORITY 
Meetings MISC 21-01-108 


MEDICAL COMMISSION 
(See HEALTH, DEPARTMENT OF) 


MIDWIFERY ADVISORY COMMITTEE 
(See HEALTH, DEPARTMENT OF) 


MILITARY DEPARTMENT 
Agenda MISC 21-04-140 
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Emergency management advisory group PILOTAGE COMMISSIONERS, BOARD OF 
meetings MISC 21-04-011 Agenda MISC 21-01-135 
Meetings MISC 21-01-092 
NATURAL HERITAGE ADVISORY COUNCIL MISC 21-04-022 
(See NATURAL RESOURCES, DEPARTMENT OF) Pilotage rules 
rest periods for pilots PROP 21-04-125 
NATURAL RESOURCE DAMAGE ASSESSMENT COMMITTEE training program 
(See ECOLOGY, DEPARTMENT OF) suspending or adjusting EMER 21-04-017 
NATURAL RESOURCES, DEPARTMENT OF PODIATRIC MEDICAL BOARD 
Agenda MISC 21-02-027 (See HEALTH, DEPARTMENT OF) 
Natural heritage advisory council 
meetings MISC 21-01-086 POTATO COMMISSION 


(See AGRICULTURE, DEPARTMENT OF) 
NATUROPATHY, BOARD OF 
(See HEALTH, DEPARTMENT OF) PRIMARY CARE WORKGROUP 
(See BREE COLLABORATIVE) 
NOXIOUS WEED CONTROL BOARD 


(See AGRICULTURE, DEPARTMENT OF) PROFESSIONAL EDUCATOR STANDARDS BOARD 
Agenda MISC 21-04-008 
NURSING CARE QUALITY ASSURANCE COMMISSION Certification 
(See HEALTH, DEPARTMENT OF) alternative routes 
nonsubstantive changes PROP 21-04-101 
NURSING HOME ADMINISTRATORS, BOARD OF career and technical education 
(See HEALTH, DEPARTMENT OF) American sign language interpreters PROP 21-04-103 
educators 
OCCUPATIONAL THERAPY PRACTICE BOARD conduct and certificate discipline PROP 21-04-102 
(See HEALTH, DEPARTMENT OF) endorsements 
Braille instruction, providers of 
OLYMPIC COLLEGE certificated or classified PROP 21-04-103 
Meetings MISC 21-01-095 deaf education PROP 21-04-103 
Student conduct code specialty endorsements 
sexual harassment, procedures PROP 21-03-084 professional learning PREP 21-04-021 
PREP 21-04-098 
OPIOID PRESCRIBING WORKGROUP various endorsement provisions PROP 21-04-103 
(See BREE COLLABORATIVE) visually impaired, teacher of the PROP 21-04-103 
issues of abuse course work requirement 
OSTEOPATHIC MEDICINE AND SURGERY, BOARD OF administrators EXPE 21-03-083 
(See HEALTH, DEPARTMENT OF) educational staff associates EXPE 21-03-083 
sensory disabilities, educators for students with 
PARAEDUCATOR BOARD credentials, various PROP 21-04-103 
Agenda MISC 21-04-009 teachers 
various possible changes PREP 21-04-100 
PARKS AND RECREATION COMMISSION teachers, administrators, and educational staff associates 
Agenda MISC 21-03-055 educational staff associates 
Natural resources, state parks generally PROP 21-04-103 
resource sales, timber and other PROP 21-06-077 orientation and mobility specialists PROP 21-04-103 
Ocean beaches, management of nonsubstantive changes PROP 21-04-101 
mining and prospecting PROP 21-06-075 permits, educators from out of state 
seashore conservation area PROP 21-06-075 assessments, while completing PERM 21-04-104 
teachers 
PENINSULA COLLEGE emergency certification 
Student records, confidentiality of assessments, while completing EMER 21-04-055 
repealing chapter PREP 21-06-106 PROP 21-04-105 
Student rights and responsibilities, code of Excellence in teacher preparation award 
new chapter EMER 21-06-001 repealing chapter EXPE 21-01-041 
PREP 21-06-107 PERM 21-06-090 
sexual harassment EMER 21-06-001 Preparation programs for professional certification 
PREP 21-06-107 approval standards 
career and technical education 
PENSION POLICY, SELECT COMMITTEE ON nonsubstantive changes PROP 21-04-101 
(See ACTUARY, OFFICE OF THE STATE) school counseling programs PREP 21-04-099 
school psychologist programs PREP 21-04-099 
PERINATAL BUNDLE WORKGROUP teachers, administrators, and educational staff associates 
(See BREE COLLABORATIVE) nonsubstantive changes PROP 21-04-101 
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Meetings MISC 21-01-087 
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PHARMACY QUALITY ASSURANCE COMMISSION (See HEALTH, DEPARTMENT OF) 
(See HEALTH, DEPARTMENT OF) 
PUBLIC DEFENSE, OFFICE OF 
PHYSICAL THERAPY, BOARD OF Meetings MISC 21-03-026 
(See HEALTH, DEPARTMENT OF) MISC 21-03-066 
MISC 21-05-050 
PIERCE COLLEGE 


Children and minors on campus PREP 21-05-071 PUBLIC DISCLOSURE COMMISSION 
Non-registered individuals in the classroom Campaign finance reporting 
new policy PREP 21-05-070 foreign nationals, contributions by 
Student conduct code entity contribution certification EMER 21-04-072 
sexual harassment and violence PREP 21-03-027 prohibited financing and involvement EMER 21-04-072 
EMER 21-03-039 Financial affairs, reporting of 
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Alternative learning experiences 
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nonhigh and host school districts PREP 
PROP 
categorical apportionment 
housekeeping and technical changes PERM 
enrollment, reporting of 
remote continuous and hybrid learning EMER 
K-3 class size funding 
housekeeping and technical changes PERM 
Immunization requirements 
noncompliance, exclusion due to 
notice and hearing process EMER 
Plant facilities, state assistance 
school construction assistance program 
local funds expenditure EMER 
PREP 
small district modernization grant projects EMER 
PREP 
study and survey and D-forms processes 
lean management principles PREP 
Reengagement programs for youth 
accommodations due to COVID-19 EMER 
Students 
homeless, dependent, or at-risk 
grade level progression and graduation PREP 
Truancy 
alternative learning experiences EMER 
EMER 
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21-06-082 
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21-05-063 
21-05-063 


21-02-006 
21-05-072 


21-02-085 
21-06-115 
21-04-039 
21-04-065 
21-04-039 


21-02-005 


21-02-083 
21-06-116 
21-02-083 
21-06-116 
21-02-084 


21-05-006 


21-05-073 


21-01-042 
21-06-032 


PUBLIC POLICY, WASHINGTON STATE INSTITUTE FOR 


(See EVERGREEN STATE COLLEGE, THE) 
PUBLIC RECORDS OFFICERS 


Criminal justice training commission MISC 

House of representatives, members of MISC 

Senate, members of MISC 

Shoreline Community College MISC 
PUBLIC WORKS BOARD 


(See COMMERCE, DEPARTMENT OF) 
PUGET SOUND CLEAN AIR AGENCY 


Meetings MISC 
Notice of construction program 
fees PROP 
PUGET SOUND PARTNERSHIP 
Meetings 
ecosystem coordination board MISC 
leadership council MISC 
salmon recovery council MISC 
science panel MISC 


PUGET SOUND SALMON COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


REAL ESTATE COMMISSION 
(See LICENSING, DEPARTMENT OF) 
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21-03-089 
21-03-064 
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21-02-058 


21-05-077 


21-02-021 
21-02-021 
21-02-021 
21-02-021 


RECORDS 
(See LOCAL RECORDS COMMITTEE; PUBLIC RECORDS 
OFFICERS; STATE RECORDS COMMITTEE) 


RECREATION AND CONSERVATION FUNDING BOARD 
(See RECREATION AND CONSERVATION OFFICE) 


RECREATION AND CONSERVATION OFFICE 
Habitat and recreation lands coordinating group 
lands coordinating forum MISC 21-02-061 
meetings MISC 21-02-061 
MISC 21-04-052 
Invasive species council 
meetings MISC 21-01-046 
MISC 21-02-060 
MISC 21-06-024 
MISC 21-06-025 
Recreation and conservation funding board 


agenda MISC 21-02-014 

meetings MISC 21-02-062 
Salmon recovery funding board 

agenda MISC 21-02-014 

meetings MISC 21-02-063 


MISC 21-04-007 


REHABILITATION COUNCIL FOR THE BLIND, STATE 
(See BLIND, DEPARTMENT OF SERVICES FOR THE) 


RENTON TECHNICAL COLLEGE 

Meetings MISC 21-01-007 
MISC 21-01-188 
MISC 21-06-095 

Student conduct code and hearing procedures 
sexual harassment PREP 21-01-005 
EMER 21-01-036 
PROP 21-05-051 
MISC 21-06-095 


RETIREMENT SYSTEMS, DEPARTMENT OF 


Benefits 
amount and distribution of 
member’s death, no survivor beneficiary PREP 21-01-182 
nonspouse survivor benefit options PREP 21-04-142 
Deferred compensation program accounts 
distributions from accounts PROP 21-04-141 


Law enforcement officers’ and firefighters’ retirement system (LEOFF) 
catastrophic duty disability benefits 
plan 2 benefits 
continuing eligibility reviews PERM 21-01-209 


REVENUE, DEPARTMENT OF 
Agenda MISC 21-04-068 
Excise taxes and exemptions 
adult family homes 


sales and use tax exemptions PERM 21-01-062 
artistic and cultural organizations PERM 21-01-064 
assisted living facilities 

sales and use tax exemptions PERM 21-01-062 
certified service providers 

monetary allowances EMER 21-02-019 

PREP 21-02-051 

various possible changes EMER 21-02-019 


PREP 21-02-051 
computing businesses, advanced 
workforce education investment surcharge PREP 21-05-068 
concrete pumping services, stand-alone PROP 21-01-131 
health care facilities 
sales and use tax exemptions 


hospitals, nursing homes, etc. PERM 21-01-062 

motor vehicles 

measure of use tax PERM 21-01-130 
personal property, tangible 

interstate sales by remote sellers EMER 21-06-026 

leases or rentals PROP 21-01-131 
radio and television broadcasting 

withdrawals PROP 21-05-025 
real estate excise tax 

graduated rates PREP 21-03-054 
remote sellers 

sales and use tax collection EMER 21-06-026 


small businesses 
taxpayer sourcing compliance relief 
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PERM 21-02-020 
PREP 21-03-091 


Interpretive statements (including excise tax advisories) 


aerospace manufacturing 


components, etc., for commercial airplanes 


feminine hygiene products 
sales tax exemption 
grain elevators, sales tax remittance 
motor vehicles, abandoned 
auction sales, by tow truck operator 
motor vehicles, casual sales of 
retail sales/use tax 
Open space taxation 
agricultural land 
valuation, interest rate, and property tax 
special benefit assessments 
withdrawn land, interest and inflation 
Property tax 
abatements, credits, deferrals, and refunds 
refunds, rate of interest on 
exemptions 
housing 
qualifying households 
very low-income households 
nonprofit entities 
manufactured housing cooperatives 
mobile home parks and cooperatives 
rental housing 


RULES COORDINATORS 
Building code council 
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Corrections, department of 
Education, state board of 
Fish and wildlife, department of 


SALMON RECOVERY COUNCIL 
(See PUGET SOUND PARTNERSHIP) 


MISC 21-01-078 


MISC 21-03-044 
MISC 21-02-018 


MISC 21-06-027 
MISC 21-04-044 


PERM 21-01-210 
PERM 21-01-210 
PERM 21-01-210 
PERM 21-01-063 
PERM 21-01-063 
PERM 21-01-063 


PERM 21-01-063 
PERM 21-01-063 


MISC 21-05-003 
MISC 21-06-038 
MISC 21-04-124 
MISC 21-02-009 
MISC 21-05-022 


SOCIAL AND HEALTH SERVICES, DEPARTMENT OF 
Agenda MISC 21-04-080 
Aging and adult services 
adult family home minimum licensing requirements 
cross-references, correcting PERM 21-04-131 
assisted living facility licensing 
administrator training requirements 


removing temporarily due to COVID-19 EMER 21-01-129 
adult day care PROP 21-06-048 
dementia care PROP 21-06-048 

certified community residential services and supports 
certification evaluations, on-site EMER 21-01-010 


home and community services and programs 
in-home services providers 
home care aide certification EMER 21-01-018 
PREP 21-01-121 
individual or home care agency providers 


"shared benefit(s)," removing PERM 21-04-037 
nursing assistants in nursing facilities 
substantiated findings against, reporting PROP 21-06-109 
long-term care services 
assessment interview, remote PROP 21-04-107 


comprehensive assessment reporting evaluation (CARE) 
various changes 


withdrawals PROP 21-06-102 
informal support PERM 21-04-037 
"shared benefit," removing PERM 21-04-037 
volunteers 

outdated WAC reference, changing EXPE 21-05-058 
nursing homes 

clinical records, resident access to EMER 21-02-074 

fire drills and fire plan EMER 21-05-059 


medicare or medicaid certified facilities 
preadmission screening and resident review EMER 21-01-035 


transfer and discharge EMER 21-01-035 
physician delegation of tasks, when 
during COVID-19 outbreak EMER 21-01-192 
quality assessment and assurance EMER 21-05-059 
resident assessment and plan of care EMER 21-01-035 
tuberculosis testing, deferring EMER 21-04-020 
windows in resident rooms EMER 21-05-059 
residential long-term care services training 
expanded specialty training PERM 21-04-057 
various housekeeping changes EXPE 21-05-047 
residential services and supports providers PREP 21-03-042 


PROP 21-05-066 
Cash assistance 


SALMON RECOVERY FUNDING BOARD 
(See RECREATION AND CONSERVATION OFFICE) 


SCHOOL EMPLOYEES BENEFITS BOARD 
(See HEALTH CARE AUTHORITY) 


SEATTLE COLLEGES 
Medical leaves of absence 
students who exhibit self-harm PROP 21-01-097 
PROP 21-05-040 
Student activities, rights, and discipline 
sexual harassment 
Student complaints 
various possible changes 


PROP 21-01-091 


PREP 21-01-088 
PROP 21-05-041 


SECRETARY OF STATE 
Corporations and charities division 
filing information and procedures PROP 21-01-016 
PERM 21-04-056 
Records officers for state agencies 
repealing chapter PERM 21-01-060 
SENATE 
(See LEGISLATORS, SENATE) 


SENTENCING GUIDELINES COMMISSION 
(See FINANCIAL MANAGEMENT, OFFICE OF) 


SERVE WASHINGTON 
(See FINANCIAL MANAGEMENT, OFFICE OF) 


SHORELINE COMMUNITY COLLEGE 
Meetings MISC 21-02-065 
Public records officer MISC 21-04-097 


certification periods and related reviews 


eligibility and mid-certification reviews PROP 21-06-049 
EMER 21-06-059 
extension of certification periods PROP 21-06-049 


EMER 21-06-059 
temporary assistance for needy families (TANF) 


TANF/SFA hardship extensions PREP 21-06-096 
withdrawals PREP 21-06-022 
PROP 21-06-022A 
Child support 
incarcerated persons 
abatement of obligations, temporary EMER 21-05-011 


PREP 21-05-061 

EMER 21-06-023 
notices, various PREP 21-05-061 

EMER 21-06-023 
pass-through payments from support collections 


to a family receiving TANF EXPE 21-06-093 
service by certified mail 
procedures during COVID-19 emergency EMER 21-01-040 


Developmental disabilities services 
community residential service business training requirements 
provider types, adding additional PREP 21-01-118 
home and community based service waivers 
federal compliance and funding 
changes to ensure 
services modifications due to COVID-19 
intake and eligibility determination 
rights of DDA clients 
stabilization, assessment, and intervention facility 
program PREP 21-01-111 
Food assistance 
basic food 
certification periods and related reviews 
eligibility and mid-certification reviews 


EMER 21-06-028 
EMER 21-06-036 
PERM 21-03-003 
PERM 21-03-003 


PROP 21-06-049 
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emergency assistance 


income and deductions 
assistance units, standard deduction 
shelter cost income deduction 
utility costs 

payments, standards for 

social security number 
requirement for applicants 


student status 
higher education student eligibility 


benefit issuance changes due to COVID-19 


certification periods and related reviews 
eligibility and mid-certification reviews 


extension of certification periods 


Interpretive and policy statements 


aging and long-term support administration 
home and community services, division of 
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MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


PERM 


SOUTH PUGET SOUND COMMUNITY COLLEGE 


Student rights and responsibilities, code of 
sexual harassment 


updates to code, various 


SPOKANE, COMMUNITY COLLEGES OF 


Conduct standards for students 
sexual harassment 


Spokane Falls Community College 
address, updating 


STATE BOARD OF EDUCATION 


(See EDUCATION, STATE BOARD OF) 


STATE BOARD OF HEALTH 
(See HEALTH, DEPARTMENT OF) 


STATE CAPITOL COMMITTEE 


PROP 
EMER 
PROP 
EMER 


EMER 
PROP 


EXPE 


(See ENTERPRISE SERVICES, DEPARTMENT OF) 


STATE INVESTMENT BOARD 
(See INVESTMENT BOARD, STATE) 


STATE RECORDS COMMITTEE 
Meetings 


STATEWIDE REENTRY COUNCIL 
Meetings 


STUDENT ACHIEVEMENT COUNCIL 


Guaranteed education tuition (GET) committee 


MISC 


MISC 
MISC 
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21-06-059 
21-06-049 
21-06-059 
21-01-193 
21-03-009 
21-03-014 


21-04-060 
21-04-060 
21-04-060 
21-04-060 


21-03-009 
21-03-014 


21-04-110 
21-01-193 


21-06-049 
21-06-059 
21-06-049 
21-06-059 


21-05-049 
21-02-053 


21-01-037 
21-01-132 
21-03-037 
21-03-038 
21-04-031 
21-04-122 
21-04-143 
21-06-021 


21-01-017 


21-01-177 
21-05-008 
21-01-177 
21-05-008 


21-01-055 
21-06-084 


21-06-061 


21-01-013 


21-01-204 
21-04-006 


(See GUARANTEED EDUCATION TUITION COMMITTEE) 


Meetings 


SUBSTANCE USE DISORDER PROFESSIONAL CERTIFICATION 


ADVISORY COMMITTEE 
(See HEALTH, DEPARTMENT OF) 


Index 


MISC 


21-03-001 


SUPERINTENDENT OF PUBLIC INSTRUCTION 
(See PUBLIC INSTRUCTION, SUPERINTENDENT OF) 


SUPREME COURT 
Appeals, rules of 
appellate procedure, rules of 
documents submitted 
statements, briefs, motions, petitions 


length and format MISC 21-04-082 
Discipline and incapacity, rules for, new 
licensed legal professionals, rules for MISC 21-04-087 


General application, rules of 
admission and practice rules 
continuing legal education, mandatory 


equity, inclusion, bias mitigation MISC 21-04-094 

limited license legal technicians MISC 21-04-095 
general rules 

conservators, certifying of MISC 21-04-089 
family law and guardianship records access 

personal identifiers, restricted MISC 21-04-088 
interpreters 

remote interpreting MISC 21-04-084 

team interpreting MISC 21-04-085 
unsworn statement in lieu of affidavit 

electronic signature, with MISC 21-04-083 


professional conduct, rules of 
limited legal service programs 


nonprofit and court-annexed MISC 21-04-091 
limited license legal technicians MISC 21-04-092 
MISC 21-04-093 

multijurisdictional practice of law MISC 21-04-092 
solicitation of clients, prohibitions MISC 21-04-092 


MISC 21-04-093 
Limited jurisdiction, courts of 
appeal of decisions 
unsworn statement in lieu of affidavit 
electronic signature, with MISC 21-04-083 
criminal rules 
unsworn statement in lieu of affidavit 


electronic signature, with MISC 21-04-083 
infraction rules 
identity affidavits MISC 21-04-083 


Superior court, rules for 
criminal rules 
indigent appeals, appointed counsel in 


guidelines, familiarity with MISC 21-04-090 
plea of guilty, statement of defendant on 

animal cruelty in first degree MISC 21-04-086 

domestic violence, crimes involving MISC 21-04-086 
unsworn statement in lieu of affidavit 

electronic signature, with MISC 21-04-083 


juvenile court rules 
indigent appeals, appointed counsel in 


guidelines, familiarity with MISC 21-04-090 
unsworn statement in lieu of affidavit 
electronic signature, with MISC 21-04-083 


special proceedings 
estate claims of minors etc. 
attorney’s fees and costs 
affidavit or declaration MISC 21-04-083 


TELEHEALTH WORKGROUP 
(See BREE COLLABORATIVE) 


TOTAL JOINT REPLACEMENT BUNDLED PAYMENT MODEL 
WORKGROUP 
(See BREE COLLABORATIVE) 


TOURISM MARKETING AUTHORITY 
(See COMMERCE, DEPARTMENT OF) 


TRANSPORTATION, DEPARTMENT OF 
Contractors and consultants 
transportation projects, awarding of 


nondiscrimination, ensuring PROP 21-06-043 
Small and veteran-owned business enforceable goals program 
small business enterprise, definition PROP 21-05-053 
various possible changes PREP 21-01-173 
Toll facilities 
fee collection, accounts, and penalties PERM 21-01-178 


PERM 21-04-129 
Transportation commission 


meetings 


TRANSPORTATION COMMISSION 


MISC 


(See TRANSPORTATION, DEPARTMENT OF) 


UNIFORM LAW COMMISSION 
Meetings 


UNIVERSITY OF WASHINGTON 
Agenda 
Bylaws, orders, policy statements, etc. 
Meetings 

open public meetings, various 
Parking and traffic rules 

Seattle campus 
Student conduct code 
sexual harassment 


UTILITIES AND TRANSPORTATION COMMISSION 


Agenda 
Electric companies 
Clean Energy Transformation Act 


Energy Independence Act 
resources and electricity 


integrated resource planning 


new resources, acquisition by utility 
solicitations, RFPs, bids, etc. 


renewable resource and conservation targets 


portfolio, credits, programs, etc. 


VETERINARY BOARD OF GOVERNORS 


(See HEALTH, DEPARTMENT OF) 


WALLA WALLA COMMUNITY COLLEGE 


Meetings 


MISC 


MISC 
MISC 


MISC 
PREP 


EMER 
PROP 


MISC 


PERM 
PERM 
PERM 
MISC 
PERM 
MISC 


PERM 
EMER 
EXPE 

PERM 


PERM 
MISC 


MISC 


Subject/Agency Index 


21-06-037 


UNEMPLOYMENT INSURANCE ADVISORY COMMITTEE 
(See EMPLOYMENT SECURITY DEPARTMENT) 


21-01-066 
21-03-057 
21-03-040 
21-02-045 
21-03-049 
21-01-099 
21-02-075 
21-02-089 
21-02-022 
21-02-023 
21-02-024 
21-04-043 
21-02-024 
21-04-043 
21-02-022 
21-02-025 
21-02-090 
21-02-023 


21-02-024 
21-04-043 


21-02-041 


WASHINGTON STATE INDEPENDENT LIVING COUNCIL 


(WASILC) 


(See INDEPENDENT LIVING COUNCIL, WASHINGTON STATE 


(WASILC) 


WASHINGTON STATE PATROL 
Agenda 
Commercial motor vehicle regulations 
transportation requirements 
agricultural transporters 
Conviction records 
various possible changes 


Equipment standards 
motorized foot scooters 
reflectors 
Identification section 
various changes 


WASHINGTON STATE UNIVERSITY 

Agenda 
Students, standards of conduct for 

sexual harassment 

various additional changes 
WSU-Pullman 

service and activities fees committee 

meetings 
student technology fee committee 


WENATCHEE VALLEY COLLEGE 
Meetings 
Student conduct, code of 
sexual misconduct and harassment 
Student rights and freedoms 
sexual misconduct, freedom from 


MISC 


EXPE 
PROP 
PERM 
PERM 
PERM 


MISC 
EMER 
EMER 


MISC 
MISC 
MISC 
PERM 
PERM 


21-04-146 


21-03-062 
21-01-033 
21-05-044 
21-01-054 
21-01-075 


21-02-081 
21-01-093 
21-01-093 


21-05-029 
21-06-091 
21-01-139 
21-06-005 
21-06-005 
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WESTERN WASHINGTON UNIVERSITY 


Agenda 

Meetings 
board of trustees 
executive board 


services and activities fees committee 
Student conduct code 
sexual harassment 


WHATCOM COMMUNITY COLLEGE 
Meetings 
Sexual harassment 


WOMEN’S COMMISSION 
Meetings 


MISC 


MISC 
MISC 
MISC 
MISC 


EMER 


MISC 
EMER 
PREP 
PREP 
PREP 


MISC 


21-01-160 


21-03-004 
21-02-013 
21-04-130 
21-04-135 


21-01-155 
21-04-117 
21-01-143 
21-03-059 


21-03-060 
21-03-061 


21-03-006 


Index 


